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NARA RG104, Entry 1, Box 186 


[Abstract:] Asks if there has ever been a $4 gold piece coined. 

2715 

The First National Bank of Milwaukee, 

Milwaukee, Wis. 

June 14, 1894 

U.S.Mint 

Philadelphia. 

Would you kindly inform me whether there has ever been a four dollar ($4.00) gold piece 
coined. There has been one presented at this bank and caused considerable dispute. 

Yours Respectfully, 

Henry H. Helen 
Teller 



